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DOREEN HUTTON IS APPOINTED INTERIM DIRECTOR OF HUMAN RESOURCES 


July 3, 1997 — The Office of the Vice-Rector, Institutional Relations, has announced 
the appointment of Doreen Hutton as Interim Director of Human Resources, 
effective 1 July 1997. She has been with the University since 1972 and joined the 
Department of Human Resources in 1976. 


Ms. Hutton’s expertise is in recruitment and employee and labour relations. She has 
served on several University committees, including the Sexual Harassment Hearing 
Board, serving as chair, the Appeals Board of the Code of Conduct (Non-Academic), 
and the Employee Assistance Program. She has also been on the negotiating 
committees of CUNASA (1987-88) and ACUMAE (1996-97). 


She succeeds Susan O’Reilly, who took early retirement. Some of the challenges Ms. 
Hutton will face is the management of Human Resources during a transitional 
period in view of early retirement staff reductions, the complete integration of the 
Faculty Personnel Office into the unit and the possible restructing of Human 
Resources based on the recommendations of the recently announced Human 
Resources Task Force. 


Ce communiqué est également disponible en francais. Veuillez téléphoner au 848-4880. 


